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hence the ratio of the velocity of oscillation to the rate of reduction of pressure is less the higher the speed of the engine, hence the counteracting effect referred to is greater. These two points are illustrated in the diagrams, Figs. 17 to 25, and the accompanying Table V.
Fig. 18.   Front-end diagram taken with 20 spring at 127 revolutions.
Fig. 19.   Front-end diagram taken with 20 spring at 107 revolutions.
Fig. 20.   Back-end diagram taken with 20 spring at 144 revolutions. O. R.   II.                                                                                                            13